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Ornamental Iron Catalog Number Twenty 


DECATUR 
CORNICE & ROOFING Co. 


INCORPORATED 


Manufacturers of 


Architectural Sheet Metal 
Structural Steel and 
Ornamental Iron 





Office and Factory: 400-412 First Avenue 


Foundry and Wrought Iron Plants: First Avenue, Lee Street and 
L.&N. Belt Line 


NEW DECATUR, ALA. 


s 


To Architects, Contractors, and Owners: 


Herein are shown a few stock designs manufactured by our Foundry 
and Wrought Iron Department. By far the larger part of our out- 
put is special work, made from Architect's drawings. We invite 
you to send us plans and specifications for prices. 


General Sheet Metal Catalog. 
We issue Other Pub- ) “Aiabama” Ventilator Catalog, “All About Ventilation.” 
lications, as follows: ) “Invisib'e Joint” Steel Ceiling Catalog. 

“Titelock’” Metal Shingle Booklet. 
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‘TERMS. 


To responsible parties of approved credit our usual terms are: Thirty days net, 
or less one per cent. discount from net amount of invoice if payment is made within 
ten days from date of shipment. No discount will be allowed after TEN DAYS. 
Orders from parties with whom we are not acquainted, or who are not favorably 
rated in the Mercantile Agencies, should be accompanied with references, and ample 
time allowed for investigation. 


When time is limited, much delay can be saved by allowing shipment made Sight 
Draft, Bill of Lading attached to draft, sent to the customer’s local bank for collection. 


TRADE CUSTOMS. 

All orders are taken subject to unavoidable delays caused by strikes, accidents, 
floods, or other causes beyond our control, and are not subject to cancellation without 
our consent. 

Orders for special work cannot be cancelled after actual work has been started, 
unless by special agreement, and in no case without reimbursing us for all expense 
incurred. 

All claims for shortage or error must be made’ upon receipt of the goods, and 
before any of the material has been used, or disposed of. Goods should not be re- 
turned under any circumstances without first getting our consent. Frequently we 
would prefer to ship the goods elsewhere, and save freight charges. 

All claims for damage by carrier must be filed within four months, or they will not 
be considered. This is one of the provisions of the Amended Federal Railroad Law. 





Send plans and specifications for estimates on sheet metal, steel, and ornamental iron. 
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MARQUEE (SIDEWALK CANOPY). 









MARQUEE No. 2200. 
Made for Hawley’s Pharmacy, Charlotte. N. C. Glass can be furnished in many 
color designs. 











MARQUEE No. 2300. 
Made for Twickenham Hotel, Huntsville, Ala. A plain but handsome design, 
which can be elaborated. 








Our Sheet Metal Department has been in operation continuously since 1887. 
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MARQUEE (SIDEWALK CANOPY). 
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MARQUEE (SIDEWALK CANOPY). 


MARQUEE (SIDEWALK CANOPY) No. 2100. 


Galvanized or copper covered steel frame; wire glass top. Frieze made of metal 
and glass panels. Ornamental or plain chain supports. Roof arranged to suit require- 
ments. This design is desirable for Theatre and Hotel entrances. 


ANY TYPE OF MARQUEE DESIRED MANUFACTURED BY US. 





—having a combined total area of 40,000 square feet of floor space. 
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WROUGHT IRON BALCONY RAILINGS. 
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all 
No. 3120. 


Standard height, 30 inches. Height can be varied to suit special requirements. 
Special wrought or cast iron designs executed according to architect’s drawings. 








Plans sent us for estimating purposes are always returned according to promise. 
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WROUGHT IRON BALCONY RAILINGS. 
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No. 3140. 








No. 3150. 


Standard height, 30 inches. Height can be varied to suit special requirements. 





We make a specialty of Miscellaneous Iron Work for U. S. Postoffice Buildings. 
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WROUGHT IRON BaALcony BRACKETS. 





“Sasa 





“ei 
No. 3220. 


No. 3230. Sic 


Standard length, 36 inches. Made to suit any projection. Special designs made 
to order, 





“Invisible Joint” Steel Ceiling is the most easily erected ceiling on the market— 
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WROUGHT IRON Fire EscaPe. 





No. 3300. 


: Our standard construction fire escapes will meet the 
requirements of most Southern building codes. Where they do not we are prepared 
‘to manufacture according to specifications. 


An inexpensive design. 





—matching beads are repressed, edges are resquared on four sides, and nail holes are 
die cut. 
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WROUGHT IRON FirE ESCAPE. 


ae : 











No. 3310. 4 


This design is well adapted to buildings housing a limited number of occupants. 





“Dixie” Metal Skylights are made in all styles and sizes. 


aR FREON RP ORIIE  5 














Decatur Cornice & Roorine Co., Inc., New Decatur, Ata, II 





WROUGHT IRON Fire ESCAPE. 






== ——}= 
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No. 3320. 
A very serviceable fire escape, suitable for schools, factories, theatres and all build- 
ings occupied by a number of people. 





We can make anything in Sheet Metal Work for buildings. 
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IRON STAIRWAYS. 


moored 





No. 3400. 


Open Risers ONLY. 











No. 3410. 


Wirn or WirtHout Risers, 


4 

a Wrought iron stringers. Cast iron treads and risers. Cast iron platforms. Wrought | 
| pipe hand railing. 

i This design for interior or exterior use. Well suited for warehouses, store- 
i rooms, etc. 

i Special designs of stairways executed. All designs may be equipped with an orna- 
| mental hand railing. 








“Titelock” Metal. Shingles, “The shingles with the tight lock.” 
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IRON SPIRAL STAIRWAY. 











No. 3420. 


Standard diameter, 5 feet. Other diameters furnished. A plain, neat, substantial 
design suitable for all purposes. 








“Kantleke” Galvanized Roofing, “The roofing with a leak-proof, rust-proof lock?” 
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/ WROUGHT IRON FOLDING GATES. 
r | Ste f Rete ss Fein BONIS ON SN B Beene oa Hae 

















































i 












| BR 





























No. 3510. 
i A less elaborate 
| ih (\ i but dependable gate 
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CaAsH WINDOW WICKETS. 








No. 3600. 
Made in various sizes and furnished with or without hinges and locks. 


WROUGHT [RON WINDOW GUARDS. 











No. 3700. No. 3710. 
Two suggestive designs made to suit any size openings. Others made to order. 





Located in the Birmingham District, where iron and steel is produced at less cost— 


























16 Decatur Cornice & Roortne Co., Inc., New Decatur, Axa. 





WROUGHT IRON WINDOW GUARDS. 


| STANDARD METHODS OF INSTALLING WINDOW GUARDS. 
| 


Sipe View. Env View. 


STYLE 1. INDICATING CROSS BARS ATTACHED TO INSIDE OF 
WOOD FRAME. 


| 
i 
i 
H 
| 
i 
It 


Swe View. Enp View. 


STYLE 2. INDICATING CROSS BARS ATTACHED TO EDGE OF 
WOOD FRAME. 





Swe View. 


Enp View. 
STYLE 3. INDICATING CROSS BARS BRICKED IN WALL. 


To avoid delay, state style of cross bars wanted. 


Highly ornamental designs of window guards can be made of wrought iron. We 
have excellent facilities for executing any design from drawings. 








—ihan at any other point in the United States—with a freight rate— 
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No. 4200. 


I beam with plate riveted on for car- 
rying outside brick course. 





No. 4220. 

_I beam and channel girder with angle 
riveted to channel for carrying outside 
course of brick, separators and bolts. 





No. 4240. 


Lintel of two angles riveted back to 
back. 


STEEL GIRDERS AND LINTELS. 








No. 4210. 

Double I beam girder with flange 
plate for carrying outside course of 
brick, separators and bolts. 


S 









No. 4230. a 
Double I beam girder with separators, 
bolts and rosettes. Also furnished with- 
out rosettes. 





No. 4250. ; 
Box girder of two I beams with plate 
top and bottom. 


In ordering girders with separators be sure to specify thickness of wall to be 
supported, in order that separators of correct size may be furnished. 

When writing for prices, if size of girder is not given, state width of span, thick- 
ness and height of brick wall to be supported, and number and size of openings in 
same. Unless otherwise stated, all steel girders and lintels will be delivered unpainted. 





—from the furnaces and ovens to our foundry switch tracks— 





18 Decatur CornicE & Roorine Co., INc., New Decatur, Ata. 








WROUGHT IRON ANCHORS. 


No. 4300. Joist Anchor. No. 4340. Star Anchor. 





No. 4310. Joist Anchor. No. 4350. Tie Strap. 





No. 4320. Joist Anchor. No. 4360. Timber Dog. 





No. 4330. Joist Anchor. No. 4370. Wall Plate Anchor. 


SINGLE STIRRUP. 





IDEAL STEEL Joist HANGERS. 


Style A, for wood. 
No. 4400. 


Steel hangers are made for all con- 
structions. 





1 ccrancns aca PRONE AEE 








—of less than 4 cents per 100 pounds—we ship our products— 














WROUGHT IRON ELEVATOR ENCLOSURE. 


Decatur Cornic—E & Roorine Co., Inc., New Decatur, Ata. 














Made for Oregon Hotel, Greenwood, S. C., and Baptist Hospital, Jackson, Miss. 









--to all parts of the South and Southwest. 
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No. 4600. 
Double pipe railing with globe fittings. Made in any height and length. 
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No. 4750. 
Wrought iron-area grating. Any size. 





No. 4760. : 
Cast iron area grating. Any size. 





Erection drawings are furnished with all-our work requiring same. 
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STEEL WIRE GUARDS. 


=v 



















H Size of Wire and 
i’ = Meshes Ordi- 
narily Used: 


WN NX iil Size of No. of 
\ \\ F/ Mesh Wire 
é < Tue I 
y, I ” 3 
. IA 12 
J } 1%" II 
14% II 
1%” 10 
134” 9 
Dita 8 


‘iil 


No. 4800. 
Steel wire guard, 
mesh, round iron frame. 


diamond 


We are prepared 
to furnish all 


work, such as of- 
fice railings, bank 
railings, cashier’s 
cages, elevator 
enclosures, stall 
partitions, etc. 

In writing for 
prices, give style 
W\ wanted and state 


for window and 
door guards. 

















Cut showing construction of No. 
4810 guard, made with channel 
steel frames. 


Wire guards are used to protect the glass from 


kinds of wire | 


size of openings } 
































Cut showing construction of No. 
4800 guard, made with round _ 
steel frames. 
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No. 4810. 
Steel wire guard, diamond mesh, 
channei frame. 


being broken, to prevent thieves 


from entering from the outside, and in factories to prevent unscrupulous employes 
from passing tools and other material to confederates on the outside—a source of 


much loss to manufacturing firms. 





We pay charges both ways on plans sent us for estimating purposes. 
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CasT IRON VENTILATORS. 
CAST WALL VENTILATOR. CAST WHEEL GUARD. 





No. 3900. 
Made in any size. No. 4100. 18” diameter, 44” high. 


CAST WALL VENTILATOR. 





No. 3910. Made regularly 12x12, 12x24, 12x36, or in multiples of 12” in width or length. 


ORNAMENTAL CAST IRON WALL VENTILATOR. 
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No. 3920. Following sizes only: 614”x16", 8”x21”. 








Special cast iron wali ventilators made to order. Send drawings. 
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CAST IRON LINTEL WITH TWO RIBS. 





No. 4900. 
Width, length and thickness of metal to suit requirements. 


CAST IRON LINTEL WITH ONE RIB. 





No. 4910. 


CAST IRON SILL. 





No. 4920. 


CAST IRON THRESHOLDS. 





No. 4000. RIBBED. 


No. 4010. PLAIN. 
Usual width, 4 inches; % inches thick. Made in any width and length. 


CAST SHUTTER EYE. 





enn ne 1D IN - aan, 


SASH WEIGHTS. 





No. 1284. 
All sizes at market rates. 


For brick. Furnished rights and lefts. 





Don’t forget our Sheet Metal Department. Get our prices before buying elsewhere. 


26 Decatur Cornice & Roorine Co., Inc., NEw Decatur, Axa, 





“Drxie” Cast IRON CONDUCTOR BooT AND CONNECTIONS. 


HI It 


Made to fit standard conductor and soil pipe. Standard length, 4’ 6”. Patterns 
for special sizes on hand. 
Size of Pipe Style] & K,Each StyleL & M,Each Style N & O, Each 





3-in. $3.00 $3.20 $3.60 
4-in. 3.75 4.20 4.50 
5-in. 4.75 5.00 6.00 
6-in. 5.50 6.00 6.75 


Write for discounts. Unbreakable and ornamental. 


“Dixie” SELF-LOCKING COAL CHUTES. 
aie. | 





No. 5000. OPEN. No. 5000. CLOSED. 


Burglar-proof. Cast-iron door and frame, with heavy plate-steel chute. 
Price List. 
Size.of Door Outside of Rim Price, 
No. Wide High Wide High Each 
I 22" 15” 23%” 1614” $10.00 
2 pe 5 et i 264%" 2214" 12.50 
3 327 24" 332" 25°% 15.00 


Subject to discount. 





Conductor boots and Coal Chutes are carried in stock for prompt shipment. 
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“DIXIE” FIREPLACE GRATE. 
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No. 5100. 
Three-piece grate, complete. 


Complete Frame and Basket 
Size Plain Painted Plain Painted 
16” $3,50 $3.75 $3.00 $3.30 
18 4.00 4.30 3.50 3.80 
20” 5.00 5.30 4.50 4.80 


COAL HOLE RING AND COVER. 








No. 5300. 
Made in following sizes: 
28” and 30”. 


18°20") 24". 





GRATE BASKETS. 





No. 5200. 
Straight front. 
Size Price, Each 
16” $1.35 
18” 1.55 
20 1.75 





No. 5210. 
Round front. 
Size Price, Each 
16” $1.35 
18” 1.55 
20” 1.75 


ASH PIT AND DOOR FRAME. 




















No. 5400. 
Sizes :!/8K10", Tox12”, 


12x12", 12x16". 





All cast iron material is usually shipped; painted. 
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SIDEWALK LIGHTs. 





No. 5500. 
The “Paschall” Vault Light Construction, showing progressive stages in laying. 
Metal work is supplied in a complete grid, ready to set in place, and the seat of each 
glass tile ready for simply slipping it into position. Any experienced sidewalk man can, 
by following blueprints and simple directions, easily install Paschall sidewalk lights. 


Cast IRON. FLUE BASE. 
No. 5600. 


Size, 17x17” for 5”, 6” and 7” pipe. 





MANHOLE RING AND COVER. 





No. 5310. 
Diameter of lid, 20!%4 inches. Diameter of flange, 304 inches. Depth over all, 
10 inches. 





We supply all kinds of vault lights, sidewalk doors, etc. 
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“DIXIE” FIREPROOF PorRTABLE GARAGE. 





No. 5800. 


ALL STEEL. 


Made in various sizes to accommodate cars of all makes and styles. 


Construction—Siding of heavy Galvanized Corrugated, Brick or Stone. Roofing 
of heavy Galvanized Corrugated. Studding and Rafters of heavy Galvanized Bars, 
with Gutters to prevent leaks. Framing of steel Angles. 

SHIPPING AND Errction—Shipped in as large sections as can be conveniently 
handled and so arranged and marked that any one can easily do the erection with a 
hammer, snips and pair of pliers. 

Portaste FEATuRE—In a very short time The “Dixie” can be taken apart, moved 
and set up in a new location. 


Winvows—Each garage is regularly fitted with 3 pivoted windows glazed with yy” 
wire glass. 


Size Shipping Weight Price 
1OxI4 1,400 Ibs. $130.00 
IOxI6 1,560 lbs. 140.00 
12x16 1,740 Ibs. 150.00 
12x18 1,800 Ibs. 165.00 
14x20 2,200 lbs. 190.00 
18x20 2,350 Ibs. 215.00 
20x22 2,600 Ibs. 250.00 


If a cheaper garage is wanted, we will gladly quote on wood frame construction. 





Cuts and Prices on Fireproof Metal Garages furnished upon application. 
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FLoorR, CEILING, AND WALL REGISTERS. 
CAST IRON, SEMI-STEEL, AND ALL STEEL. 
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Ne SO Tea em Berman Devinn, No. 5710. T. & B. Plain Lattice Design. 
Black Japanned. Electroplated Nickel. 
eer White Japanned. Electroplated Brass, Bronze, or Copper. 
: Gold Bronzed. Solid brass or Bronze Metal. 
White Porcelain Enamel. 


Floor, ceiling and wall registers are furnished regularly in 170 sizes from the 
” 


smallest 414”x6%4” to 38x42”. Round registers run from 6” to 36”. 





ReOooOI OG: 
EEN! 





No. 5720. T. & B. Florentine Design. No. 5730. T. & B. Brilliant Design. 


In ordering, state whether for floor, ceiling, or wall. 
Pulleys, cord, or chain, and metal indicating handles furnished when required. 








Our estimates are made in detail. You can see just what we propose furnishing. 
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“Dixie” METAL AWNINGS. 





Style “C.” 


Self-supporting. Three other styles regularly manufactured. 


“ALABAMA” CORRUGATED RIM VENTILATOR. 


Showing sectional view of glass top 
type, with glass damper. Three other 
styles. See catalog, “All About Ventila- 
tion.” Send for copy. 


“DIXIE” METAL SKYLIGHTS. 


No. 10-S. 


Double pitch. Six other styles regu- 
larly manufactured. 





“DIXIE” GALVANIZED CORRUGATED WALL TIES. 





Size, 1"x7”. Packed 1,000 in a box. The strongest wall tie made. 


We manufacture an extensive line of sheet metal for buildings. See alphabetical 
list on next page. 


Send for General Sheet Metal Catalog. 
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ALPHABETICAL LIST OF ARTICLES MANUFACTURED AND FURNISHED. 
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Sheet Metal Department. 
Awnings, “Dixie.” 
Balustrade. 
Bay Windows. 
Blow Pipe. 


Caps, Column, Door and Window. 


Ceiling, Metal. 

Chimney Tops 

Column Covers. 

Capping, Comb. 

Cond. Pipe, Elbows and Fittings. 
Copper, Sheet. 

Cornice, Galvanized and Copper. 
Cresting, Ridge and Deck. 
Culverts, Corrugated Metal. 
Drip Pans. 

Eave Trough and Fittings. : 
Elbows, Cond. and Stove Pipe. 
Finials, Roof. 

Flanges, Roof. 

Flue Stoppers. 

Garages, Fireproof. 

Gutter, O. G., etc. 

Guano Horns. 

Hammers, Tinners’. 

Hangers, Gutter. 

Houses, Fireproof. 

Paint, Roof. 

Pipe, Stove. 

Ridge Roll. 


Roofing, Galvanized and Painted. 


Roofing, Tin, 

Roofing, Composition. 
Sheets, Black and Galv. 
Shingles, “TITELOCK.” 
Skylights, “DIXIE.” 

Smoke Stacks. 

Solder and Rivets. 

Sorghum Pans. 

Tanks, Copper and Galvanized. 
Ties, Wall. 

Valley, Galvanized and Tin. 
Ventilators, “ALABAMA.” 
Well Casing. 

Well Buckets. 


Foundry and Wrought Iron 
Departments. 


Anchors, Joist, etc. 

Angles, Steel. 

Area Grates, Wrought and Cast. 
Ash Pit Doors. 

Ash Pit Dumps. 

Balcony Railing, Wrought and Cast. 
Bolts, all kinds. 

Boot and Sewer Connections. 
Box Columns. 

Box Girders. 

Cellar Doors. 

Channels, Steel. 

Clean Out Doors. 

Coal Chutes, “DIXIE.” 

Coal Hole Rings and Covers. 
Columns, Cast and Steel. 
Elevator Enclosures. 

Fire Escapes. 

Folding Gates. 

Girders, Steel. 

Grate Bars. 

Grates, Fireplace. 

Grilles, Wrought and Cast. 
Hangers, Joist and Wall. 

I Beams, Steel. 

Lintels, Angle and Cast. 
Manhole Rings and Covers. 
Marquees. 

Pipe Railing. 

Post Caps and Bases. 
Registers. 

Roof Trusses, Steel. 

Sash Weights. 

Shutter Hinge Eyes. 
Shutters, Door and Window. 
Sidewalk Grates. 

Sidewalk Lights. 

Sills, Cast. 

Struts, Cast. 

Stairways. 

Thresholds. 


~ Timber Hangers. 


Truss Rods and Shoes. 
Washers, all kinds. 
Wheel Guards. 

Wall Ventilators. 
Window Guards. 
“White Way” Posts. 


IF YOU DO NOT SEE WHAT YOU WANT LISTED, WRITE US. 























